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Glynn-Johnson offers the only complete 
line of door control devices. They meet 
every problem of stopping and holding 
the door, cushioning the stop and si¬ 
lencing the door’s opening and closing 
action. 

Overhead arm control has proven the 
most efficient because the installation 
is out of the way and offers greater pro¬ 
tection to door and jamb. Where doors 
swing beyond VI10°, a variety of GJ 
floor and wall type bumpers and holders 
are available. 

Shown on these pages are the most 
widely used GJ devices which meet 
varying requirements of construction 
and budget. The architect can specify 
the proven quality of GJ hardware for 
every door control need. Your local GJ 
representative (see list on back page) 
will be pleased to work with you or 
your architectural consultant in select¬ 
ing and ordering. 



wall control 

for doors opening beyond 110 
and swinging to the wall 
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Snife 



floor control 

for doors opening beyond 110 
where installation cannot be 
made on wall 



reduce maintenance with quality hardware 
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and heavy interior doors, such as obstetrics and operating 
room doors in hospitals; gymnasium and auditorium doors in 

schools and institute \\ade of highest tensile strength 

■ •* ' 

alloys in all stand: 

Complete templaf iy GJ device mailed on request© 


GJ s00°200 concealed overhead do r 

holder with safety release. For single and doub e 
acting doors. Serves as door stop and shock absorb¬ 
ing cushion, as well as holder. Styles for offset, center 
hung and butt hung doors; metal, wood, or all glass. 
In appearance and efficiency, a truly outstanding 
door holding device. 

GJ 90 surface type overhead door holder 
with safety release. For single acting doors, 
handed. Serves as door stop and shock absorbing 
cushion as well as holder. Styles for offset, center hung 
and butt hung doors; metal, wood or all glass. Best 
quality surface type holder available. 

GJ ARISTOCRAT surface type overhead door 
holder with manual release. For single acting 
doors, non-handed. Serves as door stop and shock 
absorbing cushion as well as holder. Made in three 
sizes for different door widths, any type of door hang¬ 
ing. Most “practical” for rugged usage. 

GJ 80 surface type overhead door holder 
with safety release. For single acting doors, 
handed. Serves as door stop and shock absorbing 
cushion, as well as holder. Made in three sizes for 
different door widths, any type of door hanging. 
Offers unusual quality for moderate cost installations. 

GJ 70 surface type overhead door holder 
with safety release. For single acting doors, 
non-handed. Serves as door stop and shock absorbing 
cushion, as well as holder. Made in four sizes for dif¬ 
ferent door widths, any type of door hanging. Avail¬ 
able with fusible link when specified. A practical, 
inexpensive holder for low cost installations. 

floor type bumpers with holders 

GJ F9 semi-automatic, functioning as bumper 
and holder. Hook attached to door slides under 
engagement tongue and holds. Released by pushing 
door back. 

GJ FI 0 Same as GJ F9 only much heavier for large 
doors. 


GJ Aristocrat 
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such as school classroom doors, hospital utility and supply 
doors, office doors and other interior room doors in public buildings 
and better type homes. The friction type overhead holds - -nea! 
for hospital patient room and hotel guesf room deer 


GJ 320 and GJ 500 


GJ 370 


and 


570 


GJ 


GJ 320 concealed overhead, FRICTION door 
holder. Single and double acting, non-handed. Holds 
door at any position by friction until moved by slight 
push or pull to another position. Prevents slamming 
by drafts. 


GJ 370 surface type overhead, FRICTION 
door holder. Single acting, non-handed. Holds door 
at any position by friction until moved by slight push 
or pull to another position. Prevents slamming by 
drafts. 





GJ 500 concealed overhead door holder. 

Single or double acting, non-handed. Serves as door 
stop and shock absorbing cushion as well as holder. 


GJ 570 surface type overhead door holder. 

Single acting, non-handed. Serves as door stop and 
shock absorbing cushion as well as holder. 


GJ 1 1 54 plunger type holder. Door holds 
firmly when plunger is pushed down with 
foot. Released by tripping spring trigger. 
Rubber shoe holds securely. Cast bronze or 
brass. 

GJ 4 lever type holder. Finest available. 
Holds door at any degree. Can be flipped up 
and held at upright position. Bronze alloy. 
GJ 44 Cast bronze or brass. Lower priced. 


GJ F 40 series floor type 
holder, with push-pull holder 
and release. Fool proof. En¬ 
gages on contact, releases by 
firm pull. Ideal for schools and 
public buildings. 

GJ W 40 wall type holder. 

Functions similar to GJ F 40. 


GJ F 20 floor bumper and 
holder with strike plate hook. 

Hook is flipped up to engage 
door. When disengaged, hook 
falls to “fit into” strike plate. 

GJ W 20 floor bumper and 

holder. Same principle as 
GJ F 20 for wall mounting. 


GJ 1154 


GJ 4 1 1 \\ GJ 44 


GJ F40 



GJ FB 1 8 • GJ FB 19 floor 
type door stops and bump¬ 
ers. Heights, 2Vfe" and 2%". 
For mounting with wood 
screws or expansion shields. 
Solid rubber tip is securely 
screwed to bumper. 


GJ WB 10 • GJ WB 11 

wall type door stops and 
bumpers. 234 " and 3*54 " pro¬ 
jection. Wood screw or expan¬ 
sion bolt. 

GJ WB 34 • GJ WB 35 
wall type door stops and 
bumpers. 3" and 2 3 A" slop¬ 
ing top projection. Wood 
screw or expansion bolt. 



GJ FB 1 3 • GJ FBI 4 dome 
type door stops and bump¬ 
ers, floor mounted. Styles for 
use with thresholds (GJ FB 
14) or without (GJ FB 13) 
and for wood or machine 
screw and expansion shield 
mounting. 


GJ WB 5 • GJ WB 05 • 

GJ WB 55 (various sizes) 
flush type wall bumpers 

to protect knobs, walls and 
reveals. 

GJ WB 60 concave knob 

bumper. Tamper proof. Ideal 
for button type locks. 






































special purpose door control 


GJ ROLLER BUMPERS to prevent two interfering doors 
from striking. With straight arm, GJ RB 4-AVi " projection 
and GJ RB 6 — 61 / 2 " projection. With offset arm, GJ RB 3— 

2 3 A " projection. 

GJ 2‘i ;c : vay catch. Ideal for snugly holding closet 
or wardrobe doors and grills. Hook may enter from front, 
back, or either side. Ball under spring pressure “pulls” door 
closed and holds it. May be surfaced mounted or mortised in. 


GJ 22 two way catch. For holding lighter weight cabinet 
doors and other hinged openings. 

INVISIBLE LATCH with no hardware showing; for appear¬ 
ance or secrecy. Makes extra storage quickly available in 
paneled rooms. A slight push and door latches; a harder 
push and door opens. 

GJ 30 ROLLER LATCH that silently latches the door at 
closed position. Rubber roller falls into groove noiselessly— 
no clicking sound. Ideal for hospital patient room and 
dormitory doors. 

GJ KH 1 • GJ KH 2 hospital door arm pulls for pull¬ 
ing open doors when hands are sterilized or loaded with 
trays. 

GJ 64 (for metal frames) • GJ 65 (for wood 
frames) pneumatic rubber door silencers. Hold firmly 
when installed-tamper and loss proof. In closing, door 
compresses silencers to form pneumatic air pocket and 
cushion. 


GJ REPRESENTATIVES 


H Washington, Oregon, Idaho, Alaska. 

California (North), Nevada. 

^ California (South), Arizona, Nevada (Las Vegas).. 
^ Colo., Utah, Wyoming, New Mex., Texas (El Paso) 


Missouri, Iowa, Kansas, Nebraska. 

mJ Texas, Okla., Louisiana (N.W.), Arkansas. 

< Minn., No. & So. Dakota, Mont., Wise. (N.W.). 

Illinois, Wisconsin . 

2 Michigan, Ohio (Toledo). 

IU Indiana, Kentucky, Tennessee (West). 

^ Louisiana (S.W. to E.), Miss., Alabama, Florida (West) 
Ohio, Pennsylvania (West), West Virginia. 


S. G. Kirkland.845 Bellevue Ave. No., Seattle 2, Wash.East 2-8855 

John P. Whitty & Son.1030 Arlington Blvd., El Cerrito, Cal. Landscape 4-5834 

Russell & Whiteside.5311 E. Beverly Blvd., L.A., Calif.Raymond 3-4808 

L. E. Cleavinger.616 Mercantile Bldg., Denver 2, Colo.Keystone 4-7313 

,B. E. Ericsson, Jr.5316 Canterbury Rd., Kans. City 3, Kan...Skyline 1-3030 

S. H. Kemp Company.2808 Oak Lawn, Dallas 19, Texas.Lakeside 1-5955 

Roland H. Gedatus.2094 Timmy St., St. Paul 18, Minn.Glenview 4-1515 

Harold J. Ericsson.4422 No. Ravenswood, Chicago 40, III.. .Uptown 8-5500 

.Mark C. Stebbins.8349 Joy Road, Detroit 4, Mich.Texas 4-2931 

John P. Cleveland & Assoc.. .1706 "I" Avenue, New Castle, Ind.Jackson 9-3401 

Harold V. Toop.Ridge Road, Gulf Hills, Ocean Springs, Miss. Trinity 5-5646 

Van Delden, Inc.750 Prospect Ave., Cleveland, Ohio.Cherry 1-0078 


Massachusetts, Maine, Conn., N. H., Vt., R.l.Kenneth H. Bullard Co. 

New York, Pennsylvania (N.E.).T. E. Davidson. 

t/> New York (Metrop. & L.I.), New Jersey (No.), Conn. (S.W.)... Fred G. MacKenzie Co. 

< Pennsylvania (East), Delaware, New Jersey (South).G. Norris Williams. . . . 

“ Wash. DC., Md„ Va., W. Va. (Bluefield).lloyd R. Anderson... . 

Georgia, No. & So. Carolina, Florida, Tennessee (East).Glenn D. Robertson. . . 


15 Boylston PI., Brookline 47, Mass.. . .Aspinwall 7-3330 

Fayette Drive, Fayetteville, N.Y.Neptune 7-6991 

107 Reade St., New York 13, N.Y.Barclay 7-6852 

211 Greenwood Ave., Wyncote, Pa.Turner 4-1929 

6804 Millwood Rd., Bethesda, Md.Oliver 4-4873 

4210 Club Drive, N.E., Atlanta, Ga.Cedar 7-0135 


Canada, East of Alberta 
Hawaii .. .. 


K. M. Thomas Co..........410 Bloor St. East, Toronto 5, Canada. . .Walnut 4-4000 

B. F. Schoen, Ltd.348 Puuhale Rd., Honolulu 1, Hawaii.836115 


specify the hardware that 
maintenance people prefer... 





GLYNN-JOHNSON corporation 

4422 no. ravenswood ave. • Chicago 40, ill. 
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